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the flooding of a magazine.    She had no other casualties nor
serious damage, other than a leaky compartment.

Of the British ships engaged, the Qcean> up to the moment
when she struck a mine, had only been hit two or three times,
and had suffered neither damage nor casualty. Three men were
wounded when abandoning the ship, one man was scalded by
an escape of steam when the explosion occurred, and nine men
were injured jumping on board the destroyers when the ship
was abandoned. One man was missing.

The Irresistible^ up to the time she struck a mine, had not been
hit to any extent by howitzers, and not at all by the heavy guns
at the Narrows. While she was being abandoned, the six-inch
guns in the Intermediate Defences, which had been silent for
a long time, opened fire, and 10 were killed and 17 wounded
while embarking in the Wear> and one was wounded later when
the remainder were taken off. The Vengenace was not hit, and
the Albion was hit by one shell which did little damage. These
two ships, like the Ocean and Irresistible, were well within range
of the forts at the Narrows, and within very dose range of the
sk-inch batteries of the Intermediate Defences for nearly three
hours, and the two latter for an hour longer, unprotected by
their consorts of " B " line, or the ships in " A " line.

Of the flanking ships, the Smftsure was not hit, the Triumph
was slightly damaged on the upper deck and in a cabin by one
howitzer shell, and had no casualties. The Prince George had
three slightly wounded and no damage. The Majestic was hit
by two shells, which did no material damage but wounded eight
men, one of whom died. Of the ships in " A " line, the Queen
Elizabeth, which was nearest the European shore and was a
target for howitzer and field guns for six hours, was hit three
times; the most serious damage was from a howitzer shell,
which blew a hole in the deck above the gunroom (Junior
Officers' Mess). She had no casualties. The Lord Nelson
reported that she had been " hit four or five times by howitzers
and field guns "; one 9.2-inch gun was put out of action,
otherwise she suffered neither damage nor casualties. The
Agamemnon was hit 12 times, five hits on her armour which had
no effect, seven others damaged superstructure and funnels, and
put a 12-inch gun (temporarily) and two i2-pounders out of
action. She had no casualties.